BETHLEHEM, PA. 


215 - 868-4121 


April 15, 1964 


Dear Station Manager: 


Recently we sent you a copy of the newly revised IBS Master 
Handbook. I hope you got your copy. If you haven't, (and you've 
paid your dues for this year), then you should receive it in just 
a few days. 


Unfortunately, in our collating process, several pages were 
mislaid and consequently were not included in your handbooks. I 
am enclosing them within. Also we are enclosing several pages which 
are new. 
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I hope that you will take the nominal amount of time that it 
will take to insert these pages and thus keep your Handbook up to date. 


a siheerely, 


OD 


Ted agnoson 
Director of Member Services 


JTA:dd 


